Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 146590 

14/15 

ORIGIN EB-07 

INFO OCT-OI USIA-I5 EUR-I2 lO-IO ISO-00 /045 R 

66604 

DRAFTED BY EB/TD:GLHUFFCUTT/USIA:IBS/EE:GJACOBS:SP 
6/20/75 EXT. 22592 

APPROVED BY EB/TD:GLHUFECUTT 

047910 

R2I01I9Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
USMISSION GENEVA 
INFO AMCONSUL MUNICH 

UNCLAS STATE 146590 

CORRECTED COPY (OMISSION LINE 1, PARA LB) 

E.O. 1 1652: N/A 
TAGS: ETEL, ITU 

SUBJECT: LF/ME BROADCASTING CONFERENCE; NECESSARY CORRECTION 
OF DATA IN REGARD TO VOA - 1 197 KHZ. 

MUNICH EOR VOA 

REE: BONN A- 195 

1 . REQUEST EMBASSY NOTIEY BUNDESPOST MINISTRY (BPM) 

THAT SERIOUS ERRORS MADE BY lERB IN TRANSCRIBING BPM 
FREQUENCY ASSIGNMENT REQUIREMENT NO. 69/4/75 EOR VOA 
MUNICH 1 197 KHZ INTO LIST OF REQUIREMENTS PUBLISHED 
AS APPENDIX I TO IFRB CIRCULAR-LETTER NO. 324, DATED 
23 MAY 1975. SITUATION AS FOLLOWS: 

A. ON PAGE I OF LISTINGS FOR FRG (D), SERIAL NUMBER 
3851 N, COLUMN 8C ENTRY FOR 1 197 KHZ SHOWS "D 0" 

(D ZERO) FOR DIRECTIONAL ANTENNA WITH 0 DB GAIN. 

CORRECT VALUE OF ANTENNA GAIN SUBMITTED BY BPM IS 10 DB. 
COLUMN 8C SHOULD BE CORRECTED TO READ "D 10 ". ACCORDINGLY, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 146590 

CORRECT VALUE ON COLUMN 9A SHOULD BE "16,431" 
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INSTEAD OF "5196 " AND CORRECT VALUE IN COLUMN 9B SHOULD 
READ "3000" INSTEAD OF "300". 

B. SINCE ANTENNA PATTERSN AND GAINS ARE SHOWN CORRECTLY 
IN ANNEX 1 TO THE LIST OF REQUIREMENTS, WE ASSUME TRANS- 
CRIBING ERROR IN COLUMN 8C WAS MADE BY IFRB, WITH 
RESULTANT INCORRECT VALUES IN COLUMNS 8C, 9A AND 9B. 

2. REQUEST BPM NOTIFY CORRECTIONS TO IFRB SOONEST 
SINCE IFRB NOW IN PROCESS EVALUATING REQUIREMENT 
INCOMPATIBILITIES, AND CORRECTED DATA ESSENTIAL 
TO EVALUATION OF 1 197 KHZ. 

3. FOR GENEVA. REQUEST TELATT INFORMALLY ADVISE 
IFRB OF CONTENT PARAGRAPH lA. ABOVE, NOTING OUR 
EXPECTATION THAT CONFIRMATION OF THE ERROR AND 
NECESSARY CORRECTIONS WILL BE SUBMITTED BY ERG. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEETINGS, RADIO FREQUENCIES, RADIO BROADCASTING 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 21 JUN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 46590 
Document Source: CORE 
Document Unique ID: 00 

Drafter: GLHUFFCUTT/USIA:IBS/EF:GJACOBS:SP 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D750221-0092, D75021 7-0043 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750626/aaaaaxor.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BONN A-195 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 MAR 2003 by PhilliR0>; APPROVED <10 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LF/MF BROADCASTING CONFERENCE; NECESSARY CORRECTION OF DATA IN REGARD TO VGA - 1 1 97 KHZ. 
TAGS: ETEL, GE, ITU, VOA 
To: BONN GENEVA 
Type: TE 
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